7-15mm PP Material High-density Small Artificial Landscape 


Grass 


Material: PP 

Color: green 

Pile Height: 7-15mm 

Gauge: 3/16” , Stitches:280s/m-320s/m 

Density: 58800-67200 turfs/m2 

Application: Gardens, balconies, corridors, courtyards, swimming pools, etc. 


Advantages: Realistic, environment friendly, healthy, harmless to pets and children, 


create green space, no heavy metals, anti-UV. 


7-15mm PP Material High-density Small Artificial Landscape Grass is 


naturally soft and spring color all year round, creating a comfortable 
green space for you. It is suitable for many scenes, such as gardens, 
courtyards, home balconies, living rooms and private swimming pools, etc. 
It is very natural and beautiful. 7-15mm PP Material High-density Small 
Artificial Landscape Grass is suitable for indoor and outdoor venues, and 
will not change color even in extreme hot and cold weather. 


https://www. ecoturff. com/product/artifical-landscape-grass/7-15mm-pp- 
material-high-density-small-artificial-landscape-grass. html 


